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September 03, 2009 8:55:43 AM 
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Item ID: D2230-1 
Revision ID: F 


Ascept MATUD see seee MNONO 


item nane. 1 stop RITA 
Start Date: 09/02/09 Start Qty: 4.00 Hl ll il Cust Item ID: 
Required Date: 09/16/09 Req'd Qty: 4.00 WAT il Customer: 
Reference: Return 2009 / RA109088 
ae i Run start MT 
Approvals: Process Plan: m Date: —__. Tooling: A Date: Peia T 

Qc: Date: SPOON: Date: LARIAT 
‘Sequence ID/ Operation Set Up/ Draw Draw Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Number Rev. Code Qty Qty Number Stamp 

Draw Nbr _ Revision Nbr 
100 QC5- Inspect part completeness to step on W/O 0.00 a> = > 
AAO TAN Y EZA 
QC Memo 0.00 worn 
Quality Control Original B46427. Parts are in good condition. ys ‘ 
ssc w e 
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Identify as per dwg & Stock Location: St i 7 ne 0.00 
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Packaging Memo 
Packaging Return to stock with the new batch #. 
Location: 


Rou” Rekno”, LL 3s wads ust 


120 QC21- Final Inspection - Work Order Release 0.00 O < 
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Memo 
Quality Control 


0.00 


